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16 January 1980 


MEMORANDUM FOR: Chief, Policy and Plans Group 


FROM: 
Deputy Director of Security (PTOS) 


SUBJECT: Entries for the DDA Log 
10 -~ 16 January 1980 (JU) 


1. On il January, the Safety Assistant briefed the 
component safety officers of Information Services Staff/ 
DDA, Office of Medical Services/DDA, and Evaluation and 
Program Design Staff/DDO on the Safety and Health Laws, 
Executive Order 11807 and HR[____] Their duties and 
responsibilities under these documents were described. 
(U) 


2. A member of the Safety Group presented a 1-hour 
Safety and Health briefing on 16 January to 43 EOD em- 
ployees. (WU) 


3. On 15 January, the Fire Protection Specialist, 
Safety Group, participated in an acceptance test of the 


fire alarm system installed in the new wing of the Opera- 
tions Building at( 
The results of the test were favorable, and the system 
was accepted on behalf of the U. S. Government. (S) 


4. On 8 January, three members of the Office of 
Security attended a demonstration presented for OTS 


WARNING NOTICE 
INTELLIGENCE SGURCES 
AND METHODS INVOLVED 


Approved For Release 2005/12/14 : CIA-RDP84-00534R000100010051-9 


er -00534RQ00100010051-9 
- -*  ¢* = »xApproved For Release 2005/MAI DP84-005 
oe sneer 


5. An Overseas Security Support Branch representa- 
tive, a representative from Technical Security Division 


and the LA Division Security Officer departed for 
Le dior they will review the Sta- 
tons" abilities to respond to emergency situations and 


work to upgrade the residential security of our personnel 
assigned to those areas. (S) 


7. On-14, 15 and 16 January, two representatives of 
the Office conducted a security survey of the area in the 
John F. Kennedy Library, Boston, Massachusetts, in which 
Agency classified foreign intelligence information will 
be stored. The OS representatives were joined by a 
representative from the National Archives. 


began on 15 January. Security audits of five 
1tional industrial contractor facilities in Florida 
are planned in the near future, with two audit teams 
participating. The team currently in California is 
planning to audit four additional industrial contractor 
facilities. (C) 
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